MFJ-840 WATTMETER 


Thank you for purchasing the MFJ-840 Wattmeter. 
This wattmeter is designed for handheld 2 meter 
radios with up to 5 watts of RF power. Do NOT use the 
MFJ-840 with more than 5 watts. The 50 ohm load in 
the MFJ-840 Wattmeter will handle 5 watts for no more 
than 15 seconds. 
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